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ABSTRACT 


Acoustic energy transfer from a tapered fluid layer into 
a fast bottom was investigated experimentally using fresh 
water and a saline solution separated by a sheet of 0.5 mil 
mylar. A 150 kHz pulsed signal was excited in the upper 
layer and a receiver in the lower fluid layer was used to 
determine the acoustic field. Measurements were made for 
mepemeamereseOrel;oc , 2.51°, and 4.41° and for pc ratios of 
0.745 and 0.836. Beams were observed in the lower layer, 
beginning at points where the depth of the tapered layer 
equals a cutoff depth for a normal mode. The experimental 
Deam patterns agree well with the theoretical predictions for 
angles from grazing to the angle where the maximum pressure 
amplitude is reached. For greater angles, experiment and 


theory significantly diverge. 
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I. INTRODUCTION 


HOg ean, acoustic signal propagated in a fluid layer 
overlying a bottom with a higher speed of sound, normal mode 
theory shows that energy associated with each normal mode of 
propagation is transferred from the fluid layer into the 
bottom if the frequency of the source is less than the cutoff 
frequency of the mode. This can be seen if the normal mode 
1s represented by an upward-going and downward-going ray in 
the layer. As the frequency of the signal is decreased, the 
(grazing) angle of incidence between the ray and the bottom 
increases. Energy continues to propagate in the layer with 
Homeiier sy  transter into the bottom, until the angle of inci- 
dence equals the critical angle. At that frequency the mode 
stops propagating and energy is transferred into the bottom. 

This same idea can be applied to a tapered layer over a 
fast bottom. As a propagating mode travels up the wedge, the 
angle of incidence of the equivalent ray increases until it 
reaches the critical angle, at which point energy will be 
transmitted into the bottom. 

This thesis reports on an investigation of acoustic energy 
Baineceneirom a tapered fluid layer into a fast bottom. This 
work is a continuation of a thesis done by J. N. Edwards 
five@el|). ft had been found that acoustic energy 1s trans- 
Meeecd sito a fast bottom in beams through finite apertures 


located along the fluid-fluid interface. The position of the 





apertures corresponded to normal mode cutoff depths in the 
tapered layer. 

The primary objectives of the experimental research 
reported herein are as follows: 


1. Confirm the existence of beams transmitted into the 
ower thuid layer: 


2. Determine the effect of the source transducer's 
radiation pattern on the properties of the beam. 


3. Determine the dependence of the beam's characteristics 
on the slope of the tapered fluid layer. 


4. Determine the dependence of the beam's characteristics 
on the ratios of specific acoustic impedance, oc, of 
the two fluid layers. 





ive LHEORY 


One-dimensional propagation in a fluid layer of uniform 
depth H with speed of sound Cy and density Oy> overlying a 
second layer with a faster speed of sound, C5 and density >> 


can be represented by an equation of the form 


P= EA, sin (KanZ) exp i (wt~ Ken) 


where z is the depth, x is the horizontal distance, Sore 1s 


the component of the wave propagation vector for the nth mode 


methesz direction, k is the component of the wave propaga- 


xn 
tion vector for the nth mode in the x direction, and a is 
the magnitude of the nth mode. For propagating modes, the 


wave propagation vector can be represented as follows: 





Bottom 


Note that 6 is the angle between k and the bottom. 

Snell's Law gives a relationship between the speeds of 
sound in the layers and the critical angle Ope COS 0 ae C1/Co, 
where the angle is measured from the horizontal plane. As 
long as 9 is less than 9., the energy Hotta l lynne bee Led. 


However, when 9 = 6 energy begins to be transmitted through 


oy 
the previously totally reflecting surface. 


To satisfy the requirements of propagation, Soe must be 


a constant, real number for each mode. These numbers, Ko 





are obtained from the following relationship: 
\f ot 
i: 2 
tan iar H = He /e eee \ .) where Nerves ky 7S) [Rei Zit 
Once the o's and c's are given, it can be shown from the above 


e@iacion that, at cutoff; 


k,, H = (n-1/2)0 (1) 


so that for a mode propagating just above its cutoff, there 
1s a pressure antinode at the bottom. 

Now consider a wedge with angle 8. Figure 1 shows the 
propagating vector of a single mode as it travels down a wedge. 
With each bounce off the bottom, 9 increases by an amount 2g. 
At the point where 9 = Qo» energy begins to penetrate into the 
lower layer. The remaining energy bounces off the top and 
then makes another collision with the bottom, losing still 
move energy. This process continues until ail the energy has 
been transferred into the bottom or the wave reaches the turn- 
around point and is reflected back into the wedge. 

In the constant depth case, higher modes are cut off as 
frequency decreases because k is proportional to frequency; 
with ss being fixed for each mode and k decreasing, @ 
increases until 9 = 0: For the wedge, on the other hand, 
frequency remains constant while 9 increases with each bounce 
Setethespottom. lhe depth at@which cutotfmor a mode in a 
wedge occurs can be found by solving equation (1) ford ; 

H = (n~ t/2)a . From the propagating vector diagram, 


ZT 


Kon = k sin a. at cutoff, where k = 27/A. Substituting the 


above expression for k,, into the equation for H yields: 
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_ (n-3) 


? 2SinGc 
Knowing HY allows calculation of the location where energy 
will begin transiting the interface between the two layers. 
Dumping of energy into the lower layer takes place over a 
finite distance. This finite aperture results in the forma- 
tion of a beam in the bottom. Thus, the characteristics of 
the beam can be approximated. 

Professor A. B. Coppens has formulated an approximate 
mathematical model to predict the characteristics of the 
transmitted beam in the fast-fluid layer [{Ref. 3]. The ex- 
pression for the pressure amplitude, R, as a function of 
angle of depression from the interface, 6, is presented 
without explanation. X is the distance from the apex to the 


Peamt where dumping starts. Refer to figure 2. 
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— Ses 
oe Q, 
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The model was programmed on a WANG 2200 computer. A 
sensitivity analysis was run using input values to match 
experimental conditions in order to investigate the effects 
of four variables; changes in the X/r ratio, changes in the 
speed of sound ratio, C4/C>> changes in the density ratio, 

P4/ 94> and changes in the angle g. The analyses are presented 
on graphs 1 through 4. Note that as the X/r ratio increases, 
the beam widens, the maximum amplitude decreases, but the 
angular position of the maximum amplitude changes very little. 
As the speed of sound ratio decreases, maximum amplitude, 
angular position of the maximum, and beam width all change 
Significantly. Changes in the density ratio alter maximum 
amplitude and beam width very little; the angular position 

of the maximum amplitude changed quite a bit. Changing the 
angle 8, alters maximum amplitude and beam width significantly; 


there is an almost linear shift in the angular position of the 


We 





maXimum amplitude with an average of about 1.5 degrees of 


maximum amplitude shift per 0.01 degree Change nese. 


ES 





III. APPARATUS 


Eeperimienes Were Camgied Out in a tank consisting of a 
wedge of fresh water overlying a saline solution; the two 
fluids being kept apart by a thin mylar membrane. A sound 
source was positioned at the thick end of the fresh-water 
wedge which sent a pulsed signal toward the apex of the wedge. 
The tank was lined with absorbing material to eliminate reflec- 
tions from the bottom. A receiver in the lower fluid was used 
to investigate the sound field penetrating the interface. 

The tank (Fig. 3) was constructed of 0.5 in. thick lucite 
sheet. Overall size of the tank is 14-1/8 in. wide, 10-5/16 
imeeiton, and 50-3/8 in. long. A portion of the bottom was 
slanted to decrease the required amount of fluid in the bottom 
layer. A one-inch thick layer of rubberized horsehair was 
placed on the bottom, up the angled bottom, and against the 
left end of the tank (deep end) to reduce reflections. Two 
reflectors, about 11 in. by 2.5 in., were also utilized for 
part of the experiment to reduce interference. They were made 
freme0.5 in. thick lucite with a 0.0625 in. deep cavity cut 
into one face, with a 0.125 in. wide rim around the edge. A 
Dpicecmommde t25 am. thick lucite was then glued over the cavity 
to form a trapped air space. One reflector was mounted on 
brackets that were hung over the side of the tank. This 
allowed the reflector to be suspended at any location in the 
tank and to be rotated about the y-axis to minimize signal 


interference. The other reflector was not adjustable. 
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The frame had to be removed in order to reposition it. All 
seams of the tank were joined with Dow Corning Silicone Rubber 
Sealant. A clear plastic grid with 1 cm-square markings was 
taped to the front of the tank. A matching grid on translucent 
paper was taped to the back of the tank so paralax could be 
minimized when locating positions inside the tank. 

In order to separate the two fluid layers, a frame made 
of 0.5 in. lucite was constructed. Half-mil thick, aluminum 
coated mylar was then fastened to the bottom of the frame by 
first taping one edge of a sheet of mylar, metalized side up, 
to a flat surface, then stretching and taping the other three 
sa@es to the flat surface, applying a bead of silicone rubber 
to the bottom of the lucite frame, and then placing the frame 
on the mylar. Fifty pounds of weight were applied to the top 
of the frame for twelve hours while the sealant cured. After 
the sealant was cured, a razor blade was used to trim the 
excess mylar flush with the outside edge of the frame. A thin 
coat of the sealant was then applied to the outside mylar-to- 
frame interface to prevent the brine from attacking the aluminum 
Poating causing the mylar-to-@rame seal to erode. Two lucite 
Spreader bars were used between the sides to prevent the frame 
fronmpowingein. “This tray-like structure was then suspended 
in the top of the tank. 

The brine solution was made by mixing approximately 4l 
liters of tap water with approximately 15 kg of water softener 
salt. Tap water with several drops of red food coloring was 


the fluid used for the upper layer. The amount of water in 
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the upper layer varied with the experimental set-up, but was 
never more than about two liters. 

Two source transducers were made for the research project. 
The first one was constructed from three barium titanate 
emements, each 0.125 in. by 0.125 in. by 0.200 in., polarized 
in the longitudinal mode. Contact cement was used to join 
Micmummec elements together and to a lucite support. The 
fenave face of the transducer measured 0.125 in. high by 
meevoeln. long. A 6 in. long, 0.250 in. diameter, stainless 
steel tube was mounted to the lucite support with epoxy glue. 
Electrical leads were run through the tube with the positive 
lead fastened to the rear face of the barium titanate with 
Silvered epoxy. The ground lead was epoxied to the lucite 
Support with silver paint, making the electrical connections 
between the elements and the ground wire. The whole assembly 
was then dipped in liquid neoprene to seal it. Resonance of 
the transducer was 416 kHz. 

The transducer worked well, but because of the small area 
of the active face and the high frequency at which the trans- 
ducer had to be operated, too many normal modes were propagating. 
Therefore, a mylar transducer with an active face, 2 cm high by 
8 cm wide, was constructed (Fig. 4). The 1 mil aluminum coated 
mylar face was attached to the transducer body as follows: A 
protective mask was made from a computer card. It was cut 
Slightly smaller than the 8 cm by 2 cm metal transducer insert. 
Then masking tape was placed on the mask, adhesive side down, 


with the edges of the tape overlapping the edges of the mask. 
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The masking tape/computer card mask was then trimmed to 2 cm 
by 8 cm with the masking tape acting as an adhesive border 
around the card. Another mask, about 1 mm larger in size than 
the first mask, was made in the same manner. The smaller mask 
was placed on the metal insert with the thin strips of masking 
tape holding it in place. The larger mask was placed on the 
non-metalized side of the 1 mil mylar which was stretched in 
aS in. embroidery hoop. A thin coat of spray adhesive was 
applied to both surfaces to be joined. The protective masks 
were removed and the mylar joined to the transducer body, 
lining up the previously masked areas. After the glue was 
dry, the mylar was trimmed flush with the transducer body. 

A layer of aluminum foil was epoxied to the other surfaces 

of the transducer body. In order to electrically shield the 
transducer, all outer seams were painted with silver, electri- 
cally conducting paint. The shield was then continued to the 
Stainless steel tube with silver paint. The positive lead of 
the transducer had previously been run down the inside of the 
tube and connected to the metal insert. Finally, the assembly 
was dipped in liquid neoprene to seal it from the water. 

The transducer assembly was mounted on a support that 
allowed it to be located anywhere in the upper fluid layer. 
Fine vertical adjustments were made by means of a micrometer 
adjustment with 1/2 in. of travel. 

A dc biasing-voltage was required for the mylar trans- 


ducer. The electrical network shown in figure 5 was used. 


ile? 








Two receiver hydrophones were used in the experiment. 

Both were standard LC5-2 probe transducers manufactured by 
Celesco Industries. One hydrophone was used to probe the 
upper fluid layer. The other was used in the lower layer. 

The support for the upper hydrophone was similar to the 
support used for the transducer. The support was able to 
Slide on the sides of the mylar frame from one end of the tank 
to the other. Travel across the tank was also possible. Depth 
was again varied with a micrometer adjustment. 

The lower hydrophone was mounted so that measurements could 
be made at varying radii and changing angles about a center 
located somewhere along the length of the fluid-fluid inter- 
face. The hydrophone extended from the end of the short leg 
of an '"'L" shaped piece of stainless steel tubing, while the 
long leg of the tubing was attached to a circular, clear 
mist le protractor. The protractor was then clamped to the 
inside surface of the tank side with the hydrophone pointing 
toward the opposite side of the tank. The radius of the arc 
swung could be varied by changing the clamped position of the 
tubing. In order to take data at different distances across 
the tank, the hydrophone assembly had to be removed trom the 
water and the short leg of the tubing replaced with a piece 
Seetuping of a difterent length. A set of five ditterent 
length pieces of tubing allowed the hydrophone to be supported 
fromthe centerline to the far side of the tank. 

Other pieces of equipment used included a General Radio 
Oscillator model 1310, a General Radio Tone Burst Generator 


model 1396-A, a Hewlett-Packard Power Amplifier model 467A, 
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a Hewlett-Packard ac Voltmeter model 400D, two Hewlett- 
Packard Voltage Amplifiers model 465A, a SKL Variable Elec- 
tronic Filter model 302, and a Tectronix Dual-Beam Oscilloscope 
mocelm5o5. Figure 6 1s a block diagram of the electrical 
Sseu~-Up. 

Hopiieasine tne anole 6, a-€. W. Radiation Laser with 0.5 
mW maximum output was mounted vertically on a ring stand with 
the face of the laser about 30 cm above the surface of the 
upper layer so that the laser beam was parallel to the y-z 
plane. The bottom of the laser was tilted slightly in the 
“yedirection so that the beam reflected off the top layer 
would miss the laser, itself and strike a meter stick mounted 
merizontally and just in front of the laser about 30 cm above 


m@nme Lace ot the laser. 
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PV FP ROCENURE 


Before any data was taken, the frame was placed in the 
tank and the water levels equalized so that the point where 
dumping of energy into the lower layer begins is at the 
desired location. The mylar source transducer was then 
placed in the deep end of the frame so that the surfaces 
of the transducer were about 2 mm from the bottom and back 
of the frame and on the frame centerline. The probe used 
in the lower layer was placed in the tank and connected to 
one of the voltage amplifiers (Fig. 6). 

The oscillator output, set at about 150 kHz, was fed into 
the tone burst generator. A pulsed signal of 16 cycles of 
the 150 kHz input with a repetition rate of about 400 Hz was 
fed into the variable-gain power amplifier. From the power 
amplifier, the signal went through the transducer biasing 
network and then to the source transducer. An external 
trigger lead was run from the tone burst generator to the 
oscilloscope. Also, a lead was run from the output of the 
Pemer amolaader tosone channel of the oscilloscope and to the 
voltmeter. This allowed visual checking of the input signal 
pomtncmsomrce and. for set-up purposes only, measurement, of 
the ac input voltage of about 18.3 volts to the source (meter 
voltage could be read only with an unpulsed signal going to 


the source). 
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Wiceaeoustte Signal in the lower fluid layer was sensed 
by the receiver hydrophone. The electrical signal from the re- 
ceiver was fed through two voltage amplifiers set at 40 dB 
gain apiece. Then the signal, with 80 dB gain, went through 
a bandpass filter with the pass band ranging from about 136 
kHz to about 210 kHz. The amplitude of the received, pulsed 
Signal could now be determined by integrating the average 
peak value by eye from the oscilloscope. Eyeball integration 
from the oscilloscope is not very accurate because often the 
top of the pulse is not flat and small differences in ampli- 
tude are hard to detect. 

When the speeds of sound and the densities of the two 
fluids were required, the following procedures were used. 

To measure the speed of sound in the upper fluid layer (fresh 
water), the barium titanate source transducer, connected 
directly to the power amplifier output (dotted line, Fig. 6), 
and an LC5-2 receiver transducer connected in place of the 
lower layer probe, were each suspended from ring stands in 
the deep end of the water-filled frame. The oscillator fre- 
quency was increased to about 416 kHz and the filter reset to 
pass everything above about 200 kHz. The distance between 
the source and receiver was measured. Then the time of 
transit for the direct path of a 16-cycle pulse was measured 
“sine the time delay feature of the oscilloscope. The speed 
of sound was then calculated by dividing the measured distance 


Dpaeener tuansit time for that “distance. 
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A similar procedure was used to measure the speed of 
sound in the lower layer (brine). For this measurement, 
the source and receiver were placed in the brine solution 
between the frame and the close side of the tank. The probe 
normally used in the lower layer must be removed from the 
tank for the above measurement. Distance and time of travel 
were determined and the speed of sound calculated. 

Next, the density of the two fluids was found. This was 
done by first weighing a 60 ml, ASTM vessel on an analytical 
balance readable to one-tenth mg. The vessel was then filled 
to the 60 ml mark and weighed again. By subtracting the first 
weight from the second weight, the weight of 60 ml of water 
was determined. The weight of the water in grams divided by 
the 60 ml volume and, the quotient times 1000, gave the 
density of the water in kg/m>. This procedure was done for 
both fluids when required. 

When the slope of the interface was required, the laser 
set-up was used. The laser beam was directed into the water 
parallel to the y-z plane at the location where determination 
of the slope was desired. The beam was projected toward the 
close side of the tank so that the reflection off the surface 
of the water would not be blocked by the laser. To determine 
the slope, the distance between the surface-reflected beam 
and the interface-reflected beam was measured on the suspended 
ruler. This distance was called P. Then the perpendicular 
distance from the point of interestvon the interface to the 


ruler was measured. This distance was called Q. Using the 


DO 





Beeraeccive index of 1.355 for water and Snell's law, . can be 


ealevlated as follows: 


Upon completion of a day's work, the frame was drained, 
removed, rinsed, and hung up to dry as was the rest of the 
brine-covered apparatus. 

The experiment was carried out in four phases: re-estab- 
lishment of the existence of a beam, determination of the 
characteristics of the beam in the horizontal direction, 
determination of the dependence of the beam on the angle 8, 
and determination of the dependence of the beam on changing 
oc mismatches. 

To re-establish the existence of a beam, the probe used 
in the lower layer was positioned to take data along vertical 
lines located at 5 cm intervals along the centerline of the 
tank with the origin of the beam occurring about 43 cm from 
the deep end of the frame. Peak voltages of a pulse were 
read off the oscilloscope as the probe was moved vertically 
in 5 mm increments which ranged from the surface/mylar-brine 
interface to the bottom of the tank. Results of this phase 
are shown on graph 5. Note that distances in the x-direction 
are measured from the point where dumping begins (Fig. 2); 
distances from this point toward the apex are considered 
positive. 

The second phase of the experiment, determining the beam's 


characteristics in the horizontal direction, perpendicular to 
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the axis of the beam, was done next. The measuring technique 
for this phase and subsequent phases was changed. Rather 

than measuring in the vertical plane and plotting in an x-y 
coordinate system, the probe was rotated about the calculated 
dumping point, located at about 33 cm from the end of the 
frame's deep end, so that polar coordinates could be used. 

The radii and distances off the centerline of the tank were 
changed to investigate the areas of interest. Data were taken 
taeeeree airiterent radii: ~~ 10.35 cm, 15 cm, and 20 cm. These 
arcs were swung with the probe on the centerline, 2.5 cm, 

5 cm, 7.5 cm, and 10 cm off the centerline. Peak voltages 
were again read off the oscilloscope. Plots of voltage versus 
angle (referenced to the horizontal plane) for the three dif- 
mememt tddid at ditferent distances off the centerline are 
shown in graph 6. Densities and speeds of sound were also 
@etermined for this phase. 

The third phase of the experiment was to determine the 
dependence of the beam on the angle 8. Again, the water 
levels were equalized at a level that allowed the initial 
dumping point to fall about 33 cm from the frame's deep end. 
The lucite reflectors were also inserted at this stage. The 
non-suspended reflector was placed between two pieces of rub- 
berized horsehair so that it rested on the slanted bottom 
about 28 cm from the shallow end of the tank. The suspended 
reflector was placed about 30 cm from the shallow end of the 
tank at a depth that would allow it to clear the bottom O)e 


the frame when it was rotated. More rubberized horsehair was 
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also added between the reflectors and the shallow end of the 
Pemie, these reflectors and additional rubberized horsehair 
were installed to help block the second mode which was 
trenomitted into the lower layer starting about 12 cm from 
the deep end of the frame and interfering with the beam from 
the first mode. 

The procedure for this phase of the experiment was basi- 
cally the same as that for the second phase. Peak voltages 
meme determined from the oscilloscope as a function of § at 
meererent r's: 10.3 cm, 15 cm, 20 cm, 25 cm, and 30 cm, and 
made terent g's: 1.52°, 2.51°, and 4.41°. 8 was decreased 
by raising the deep end of the frame and increased by raising 
the shallow end of the frame. The initial dumping point was 
held constant at about 33 cm from the end of the frame's deep 
end. Results of this phase are shown on graphs 7, 8, and 9. 

The final phase, determination of the dependence of the 
beam on the pc mismatch, used the same coordinate system and 
r's as the previous phase. The pc mismatch was altered by 
decreasing the salinity of the brine solution. About 18 
insters oft the Original brine Solution were replaced with tap 
water. This changed the » of the brine from 1146.97 kg/m? 
to 1087.42 kg/m” and the c of the brine from 1694.2 m/sec to 
1628.0 m/sec. The results of this phase with an angle 8 of 
2.66° are compared with the results from the phase three data 
run at the 8 of 2.51° and with theory on graphs 8 and 10. 

To rule out one possible source of error, a check was 


made to determine the flatness of the mylar interface along 
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wre centerline of the frame in the critical region where 
energy transfer takes place. The conditions for the check 
were the same as for the previous phase. The laser set-up 
was moved along the centerline in 1 cm increments and 8 cal- 
Gulated. Since energy transfer started near a point 33 cm 
from the deep end of the frame, the check was started at 32 
cm from the frame end and run to 39 cm from the frame's deep 
end. The resulting 8's are listed in order, starting with 
memento cecil. 265 ee ee. 98-2. 81 °me2. 9725) 5.05°R3. Lae, 
3.17°, and 3.09°. There seemed to be no major bow in the 
mylar bottom; the change of angle with distance is, at most, 


+0.05 degrees/cm (becoming steeper toward the apex). 
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Vee REGU Las 


Lbtaph 3 shows the results of the first phase of the 
experiment: re-establishment of the existence of the beam. 
The graph represents pressure amplitude as a function of 
depth along the centerline of the tank, at distances in both 
the positive and negative x-directions from the point where 
dumping of the first mode starts. Beginning at the right of 
the graph, note that the length of the tail of the exponen- 
tially decaying normal mode increases as cutoff of the second 
mode is approached. At the distance -5.5 cm from the start 
of dumping of the first mode, the transmitted beam from the 
second mode can be seen. The length of the exponential tail 
has also decreased. Then, at the point where dumping of the 
first mode starts (0 distance), the length of the exponential 
tail has increased and the beam from the second mode continues 
downward. Moving further to the left, it is noted that the 
intensity of the beam from the second mode decreases and the 
beam from the first mode spreads. 

Graph 6 shows the results of the second phase of the 
experiment: determination of the beam's characteristics in 
the x-z plane as a function of distance from the frame center- 
line in the y-direction. The graph shows peak amplitude 
Vommeagesasea furetion of 6 at different r°s and at different 
distances from the centerline of the frame. Maximum amplitude 


was found on the centerline and at the shortest r distance. 
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Amplitudes decreased with both increasing r and increasing 
distance off the centerline, but the decreases from one r to 
another r at the same distance off the centerline did not 
change as much as did the amplitudes between r's measured on 
the centerline. This is what was expected. As distance from 
a sS@uUrce increases, spreading causes a decrease in the inten- 
Sity; thus the decreasing amplitude with increasing r. How- 
ever, as r increases, the angle between the centerline of the 
main lobe of the beam (the vertex of the beam is the face of 
the source transducer) and the point of measurement decreases. 
mecording to line array theory, the first node of the trans- 
ducer's beam should occur at 7 degrees from the centerline. 
As this angle is approached, the voltage amplitude decreases. 
At r=10.3 cm, the centerline distance from the source is 
pammoximately 5S50¢m. For a distance off the centerline of 
5 cm and an r=10.3 cm, the angle to the measured point is 
about 5.4 degrees. If r is increased to 20 cm (source dis- 
@amee Of 63 sem), and the centerline distance is unchanged, 
the angle to the measured point decreases to about 4.5 degrees. 
Miye ine@reasing r and decreasing angle tend to keep the 
intensities more constant at distances away from the center- 
line. 

Graphs 7, 8, and 9 show the results of the third phase 
of the experiment: determination of the dependence of the 
beam on the angle &. The graphs show normalized peak voltage 
amplitude as a function of 6 at five different 4's: 10.3 cm, 


iecnee2) cm, 25 cm, and 30 cms, Normalization was accomplished 
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by dividing the peak amplitude by the square root of X/r and 
then multiplying the quotient by a factor so that the peak 
experimental value and peak theoretical value would have the 
same magnitude. The quantity X/r is used in the theory. 
Therefore, the X/r values are used on the graphs. Experimental 
data for the five different X/r values are represented by five 
different symbols as listed on the graphs. The solid and 
dashed lines are the theoretical plots at the minimum and 
maximum X/r values for each set of data. These represent 

the theoretical envelope for each case. 

The results of interest were the angular location of the 
maximum intensities of the beams and the general shape of the 
beams in relation to theoretical predictions. The angles of 
maximum intensity were determined in two different ways. The 
first method was to look at the data and take the maximum 
amplitude and its corresponding @. The other method was to 
find the values of 6 at the 6 dB down points and consider the 
center of the beam one-half the distance between the two 6's. 
Table I gives the two values for the center of the beam for 
selected X/r values for both the experimental and theoretical 
Paleaee lt shoutd be noted that the theory, in its present 
state, is limited to g's no greater than about 1° for the 
values of Q-. and the p ratios used in the experiment [Ref. 3]. 

As 8 was increased from 1.52 degrees to 2.51 degrees, the 
angle of maximum amplitude was relatively unchanged from 15 
degrees. Theory showed a change of 3 to 4 degrees. The 


results at 8=4.41 degrees should be noted, but their validity 
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is somewhat questionable due to large interference effects 

in the tank. The double humped pattern in graph 9 is a result 
of interference. From Table I, note that ® (peak) for theory 
and experiment are converging as B gets smaller. The percent 
error between the two is reducing rapidly with decreasing 8g. 

Pneomet1cal calculations are made, in part, by figuring 
the pressure amplitude at incremental distances along the 
boundary between the two mediums starting at the initial 
dumping point. It is felt that calculations made at values 
approaching and greater than one-half the distance from the 
initial dumping point to the turnaround point are not valid 
[Ref. 3]. A vertical arrow has been placed on the theoretical 
curves at the threshold of the valid data. Theoretical pre- 
dictions approaching and to the right of the arrows are in 
question. 

Graph 10 shows the results of the final phase of the 
experiment: determination of the dependence of the beam's 
characteristics on varying pc mismatches. The graph is of 
the same format as the graphs in the previous phase. The same 
two factors, angle of maximum amplitude and shape of the beam, 
are again examined. Graph 10 is compared with graph 8 since 
the 8's are very close, but the pc of the lower layer had been 
changed from 0.745 kg /m“-sec iligh Pyegagejeyol (sj eye tole kg/m*-sec in 
graph 10. Table II gives the same basic data as did Table I. 

Again, the data do not correlate well with theory. There 
was about a 2 degree decrease from experimental data where 


theory predicted about a 4 degree decrease for the increase 
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in the pc ratio. However, the general shape of the beams 

seem to follow the theory to a certain degree. As the pc 

ratio increased, the beam width decreased. It must be noted 
that the sharp decrease in theoretical beam width is attributed 
mainly to data in a questionable area to the right of one of 
the arrows. Again, there were some reflections that could 


not be removed that could have affected the data of graph 10. 
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VI. CONCLUSIONS 


Results of this experiment show that, when a tapered 
fluid layer excited with normal modes overlies a fluid layer 
with a higher pc, a beam is formed in the lower layer. Energy 
begins to be transferred into the lower layer at the point 
where the depth of the tapered layer is equal to a cutoff 
depth for a normal mode. 

The characteristics of the beam in the lower layer are 
directly affected by the beam pattern of the source trans- 
Bueenr. Very little energy is transferred into the lower layer 
in regions where the source beam is nulled. 

There is good agreement between theory in its present 
state and experimental data for values of 8 which are less 
than the 6 where maximum pressure amplitude is reached. How- 
ever, the location of the maximum amplitude of the beam and 
pressure amplitudes at values of 6 larger than 8 of maximum 
fpr cude Cannot be predicted accurately with the theory. In 
general, theory and experiment are in fair qualitative agree- 
ment, both displaying similar beam shapes and both show the 
beam maximum shifting in the same direction when 8 and the oc 
mMietowane Changed. The differenees between theoretical pre- 
dictions and experimental results are not surprising for two 
measons: 1) experimental difficulties associated with inter- 
ference at large values of @, and 2) the fact that for the 
pamemerenrs used in the experiment, the theory is restricted 


to angles of 8 no larger than about 1°. 
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